Inhibitor Switch 
AUTOMATIC TRANSMISSION 


13.Inhibitor Switch 
A: INSPECTION 


Inhibitor switch cannot be checked, because the in- 
hibitor switch is installed on control valve assembly. 
When a malfunction occurs, refer to 5AT (diag) sec- 
tion. <Ref. to 5AT(diag)-33, DTC P0705 TRANS- 
MISSION RANGE SENSOR CIRCUIT (PRNDL 
INPUT), Diagnostic Procedure with Diagnostic Trou- 
ble Code (DTC).> 
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